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5 October 1961* 
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Ch/GG/S 


Weather Conditions in the Leningrad Area 


To analyze weather conditions that may have affected construction 
activities on selected installations in the Leningrad area chiring 
the winters of 1962-63 and 1963-61*, Data on the winter of 
1961-62 will also be analyzed to provide a reference base. 
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Defensive Systems Division, OSI 


None in CIA. Provision of basic data by Weather Bureau and 
possibly USA. 
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